DOCKETED ITEMS    219

DOCKET STN-50-556 BLACK FOX STATION. UNIT 1

A. Application/construction stage documents & correspondence

9203090220 Summary of 920225 meeting w/util in Rockville.MD re final resolution of
conditions imposed by ASLB.granting termination of proceedings & withdrawal of
Black Fox CP application.

ZALCMAN.B. Non-Power Reactors, Decommissioning & Environmental Proi Dir (Post
901216). 92/03/04. BOGER.B.A. Division of Reactor Projects - IH.IV.V (Post 901216)
7pp. 60839:227-60839:233.

9203230338 Forwards supplemental info addressing reasons for delays which have oc-
curred in schedule for const of fossil-fueled electric generating facility at Inola Station
site.

GEORGE.C. Public Service Co. of Oklahoma. 92/03/13. PARTLOW.J.G. Associate Di-
rector for Projects (Post 870411). 13pp. 61071:250-61071:262.

DOCKET STN-50-557 BLACK FOX STATION, UNIT 2

A. Application/construction stage documents & correspondence

9203090220 Summary of 920225 meeting w/util in Rockville.MD re final resolution of
conditions imposed by ASLB.granting termination of proceedings & withdrawal of
Black Fox CP application.

ZALCMAN.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 92/03/04. BOGER.B.A. Division of Reactor Projects - IIIJV.V (Post 901216).
7pp. 60839:227-60839:233.

9203230338 Forwards supplemental info addressing reasons for delays which have oc-
curred in schedule for const of fossil-fueled electric generating facility at Inola Station
site.

GEORGE.C. Public Service Co. of Oklahoma. 92/03/13. PARTLOW.J.G. Associate Di-
rector for Projects (Post 870411). 13pp. 61071:250-61071:262.

DOCKET STN-50-605 GE ADVANCED BWR DESIGN

A. Application/construction stage documents & correspondence

9203030235 Forwards draft Rev 0 to "Advanced BWR SSAR Main Steam, Feedwater &
SRVDL Piping Sys Design Criteria & Analysis Methods" & draft Rev 0 to "Advanced
BWR Feedwater Loop A Piping & Equipment Loads," per GE/NRC 911209-10 meet-
ing.

MARRIOTT.P.W. General Electric Co. 92/02/24. PIERSON.R.C. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 60782:304-60783:029.

-9203030246 Draft Rev 0 to "Advanced BWR SSAR Main Steam, Feedwater & SRVDL
Piping Sys Design Criteria & Analysis Methods."

HERZOG.M., PATEL.R.D. General Electric Co. 92/02/29. 34pp. 60782:305-
60782:338.

-9203030253 Draft Rev 0 to "Advanced BWR Feedwater Loop A Piping & Equipment
Loads."

HERZOG.M., PATEL.R.D. General Electric Co. 92/02/29. 52pp. 60782:339-
60783:029.

9203020112 Forwards proprietary Rev R-0 to "Advanced BWR Project Common Engi-
neering Work Plan." Plan withheld.

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. 1p.
60782:299-60782:299. ,

9203030268 Forwards proprietary revised App 18E, "Advanced BWR Man-Machine
Interface Sys Design & Implementation Process," of Advanced BWR SSAR.App with-
held.

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. 1p.
60854:349-60854:350.

-9203030270 Forwards proprietary revised App 18E, "Advanced BWR Man-Machine
Interface Sys Design & Implementation Process," of Advanced BWR SSAR.App with-
held.

O'NEIL,T.J. General Electric Co. 92/02/17. POSLUSNY.C. Standardization Project Di-
rectorate (Post 901216). 1p. 60854:350-60854:350.

9203030287 Forwards proprietary summary of 920127 telcon w/NRC & Brookhaven Lab
to clarify aspects of human factors review of Advanced BWR,specifically review of
design implementation process.Summary withheld.

NEASE.R. General Electric Co. 92/02/25. NRC - No Detailed Affiliation Given. 1p.
60854:348-60854:348.

9203020209 Notification of 920325 meeting w/GE in San Jose.CA to discuss status of
resolution of high priority open issues.

POSLUSNY.C. Standardization Project Directorate (Post 901216). 92/02/26.
PIERSON.R.C. Standardization Project Directorate (Post 901216). 4pp. 60746:355-
,60746:358.

9203030344 Forwards corrected list of attendees for 920218 summary of meeting held
on 911120-21.

MCCREE.V.M. Standardization Project Directorate (Post 901216). 92/02/26.
MARRIOTT.P.W. General Electric Co. 3pp. 60772:204-60772:206,

9203050165 Submits near term actions to facilitate issue resolution re advanced BWR
probabilistic risk assessment.

PIERSON.R.C. Standardization Project Directorate (Post 901216). 92/03/02.
MARRIOTT.P.W. General Electric Co. 3pp. 60811:195-60811:197.

9203050228 Forwards "Radwaste Bldg Seismic Analysis." Informs that GE intends to
amend SSAR w/subj analysis in future amend.

ROGERS.A.E. General Electric Co. 92/03/02. PIERSON.R.C. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 1p. 60827:140-60827:149.

-9203050230 "Radwaste Bldg Seismic Analysis."
EHLERT.G.W. General Electric Co. 92/02/19. 10pp. 60827:141-60827:149.

9203060154 Forwards summary of NRC 920210-12 audit of advanced BWR RPV
internals.Lists two GE commitments.

PIERSON.R.C.   Standardization    Project   Directorate   (Post   901216).    92/03/04.
MARRIOTT.P.W. General Electric Co. 19pp. 60839:113-60839:131.

9203110132 Forwards Rev B to 23A6100AQ,Section 17.3 re responses to request for
resolution of issues related to reliability assurance program (RAP).Subj responses will
be included as amend to advanced BWR SSAR in future.

ROGERS.A.E. General Electric Co. 92/03/05. PIERSON.R.C. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 1p. 60898:283-60898:304.

-9203110138 Section 17.3 re responses to resolution issues related to reliability assur-
ance program.
* General Electric Co. 23A6100AQ RB. 92/03/11. 21pp. 60898:284-60898:304.

9203170131 Summary of 920228 meeting w/GE in Rockville.MD re open items in ad-
vanced BWR review concerning postulated trip of all reactor internal pumps & postu-
lated common mode failure of pressure regulator to down scale position.
WILSON.J.N. Standardization Project Directorate (Post 901216). 92/03/10. Standardi-
zation Project Directorate (Post 901216). 13pp, 60963:309-60963:321.

9203180142   Forwards   piping   design   insps.tests.analysis   &   acceptance   criteria
(ITAAC).Piping design ITAAC will be included as part of Generic ITAAC.
MARRIOTT.P.W. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re-
actor Regulation. Director (Post 870411). 7pp. 60992:321-60992:327.

9203180147 Forwards proprietary responses to issues re Sections 9.3,9.5 & 11.2 of Ad-
vanced BWR SSAR.Responses reflect correctons & additions to earlier proprietary
submittals.Responses withheld.

MITCHELL.R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re-
actor Regulation. Director (Post 870411). 1p. 60991:161-60991:161.

9203180156 Forwards responses to resolution of issues related to Advanced BWR draft
SER Chapters 1,2,3,5,6,9,10,12,13,14 & 15 (SECY-91-355).

MITCHELL.R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 150pp. 60991:162-60991:338.

9203180162 Forwards draft Rev 0 to "Advanced BWR SRVDL Wetwell Piping Stress
Analysis Design Rept" & draft Rev 0 to design rept, "Main Steam Line A & Safety
Relief Valve Discharge Piping Stress Analysis," per 911209-10 GE/NRC meeting.
MITCHELL.R.C. General Electric Co. 92/03/11. PIERSON.R.C. Office of Nuclear Re-
actor Regulation. Director (Post 870411). 200pp. 60992:037-60992:245.

9203180426 Notification of 920330-0403 audits of GE advanced BWR design in San
Jose.CA to support staff review of structural design of bldgs & structures.
NEASE.R.L.    Standardization    Project    Directorate    (Post    901216).    92/03/12.
PIERSON.R.C. Standardization Project Directorate (Post 901216). 4pp. 60971:030-
60971:033.

9203120371 Summerizes staff position re NRC conference call on DSER comments to
advanced BWR SSAR ISt requirements.

MITCHELL.R.C. General Electric Co. 92/03/09. PIERSON.R.C. Standardization
Project Directorate (Post 901216). 2pp. 60930:048-60930:049.

DOCKET 52-001 GE ADVANCED BWR DESIGN, GENERAL ELECTRIC CO.

9203180428 Notification of 920323-27 NRC audit of GE advanced BWR piping design &
analyses in San Jose.CA.Audit agenda encl.

NEASE.R.L. Standardization Project Directorate (Post 901216). 92/03/13.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 6pp.
60964:136-60964:140.

9203190446 Discusses 911220 request for application for approval of advanced BWR
design be considered as application for Part 52 design approval & subsequent design
certification.Notice of receipt of application for design certification encl.
CRUTCHFIELD.D. Division of Advanced Reactors & Special Projects (Post 901216).
92/03/13. MARRIOTT.P.W. General Electric Co. 3pp. 60982:346-60982:349.

-9203190450 Notice of receipt of application for design certification.
WILSON.J.N.   Standardization   Project   Directorate  (Post  901216).   92/03/13.   1p.
60982:349-60982:349.

9203200337 Forwards nonproprietary Amend 20 to Advanced BWR SSAR.
MARRIOTT.P.W. General Electric Co. 92/03/13. PIERSON.R.C. Office of Nuclear Re-
actor Regulation, Director (Post 870411). MILLER NRC - No Detailed Affiliation Given.
2pp. 61061:001-61062:128,

-9203200340 Nonproprietary Amend 20 to Advanced BWR SSAR.
* General Electric Co. 92/03/13. 500pp. 61061:003-61062:128,

9203200342 Forwards proprietary Amend 20 to Advanced BWR SSAR.Rept withheld.
MARRIOTT.P.W. General Electric Co. 92/03/13. PIERSON.R.C. Office of Nuclear Re-
actor Regulation, Director (Post 870411). MILLER NRC - No Detailed Affiliation Given.
1p. 60998:347-60998:347.

9203190445 Notification of 920324 meeting w/GE Nuclear Energy in San Jose.CA to
discuss open issues re advanced BWR PRA.

NEASE.R.L. Standardization Project Directorate (Post 901216). 92/03/17.
MURLEY.T., MIRAGLIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp.
60982:343-60982:345.

9203310324 Forwards telefax from GE describing status of PRA issues & draft docu-
ment for GE describing human factors review criteria to be used in design process for
advanced reactor designs.

MCCREE.V.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
26. Office of Nuclear Reactor Regulation, Director (Post 870411). 59pp. 61194:012-
61194:071.ulnerabilities - 10CFR50.54(f).
